Dear Howard, 2/18/78 

In your 2/12 you say you fall to see anything new in the pages I sent you of the 
u eoberling report in the recent releases t'nat relates to the Biased shot and the crubing* 

What is new is the FBI explicitness and recognition: 

There had too been a visible *ark. 

Aa of just before Shaneyfelt removed it there was no visible ^ark. 

let without doubt Shaneyfelt got the correct place and too* the- right curbing* 

The eSoognitiou of a visible mark at complete variants with Ahaneyf alt's empnaaia 
that there was cone* G. stated that there was note* let also that there had be.?n* 

This moans that the PHI knew th* curb had be patched* 

^liis record eliminate*} any possibility that the F3I was not aware* 

Now add to this that the one spectro plate that is missing ia that of this spoctro- 
graphic analysis, by Jarrell-Ash. 

They tried to say when they had to admit this during 75-226 that it *ae probably 
discarded to save space. 

apace 

With all the carefully preserved garbage? "eaides, the lab s$$ce is not taken up 
by these things, even by an accumulation of thin plates* They have or then had what they 
coll the "Bulky Ramp," where the kept the bulky or I take it not file-cabinet sixe 
stuff. 

This is what I stated in C.A*75-226 and proved in my own way, only to have Pratt 
ignor -3 it* Now I FBI records, not oravidedd on discovery , that state exactly what 
I had stated. 

a Mb is quite different, the FBI's records saying it and the FOT then withholding 
that, than my saying it* 

This also provide motive for non-oompliance. Compliance disproves all they said 
officially* 


Hastily, 


